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(When filled in) 



SERIAL NUMBER LIST 



CLASS 1 FI CATION 

DATE OF ISSUANCE 


RESC 1 NDED 

BY : 

SERIAL NUMBER 

NUMBER 

SUBJECT 

1-71 

20-31-24 

2 Mar 71 

to coord. Fe 

Criteria for Determining 
Exposure to Hazards of an 
unusual Nature & Premiums 
1 . Wage System Schedule Wor] 

<ers 

2-71 

20-12-15 

15 Jan 71 

Appointment of Supergrade 
and SPS Personnel 

/ 3-71 

20-31-25 

22 Jan 71 

Special Pay Rates for 
Certain Positions 


4-71 

70-1-4 

28 Jan 71 

Recall of Material Stored 
at the Agency Records 
Center 


5-71 

10-23-4 

9 Feb 71 

Classification of Official 
Information and Material 


6-71 

20-29-11 

9 Feb 71 

Staffing During Weather 
Emergencies - OP 

20-29-12 

15 Sept 73 

$ 7-71 

1-14-18 

17 Feb 71 

Organization of the Office 
of Personnel 


8-71 

20-17-23 

24 Feb 71 

Duty Officer Assignment- 
0P 


9-71 

20-31-26 

22 Feb 71 

Special Pay Rates for 
Certain Positions 


10-71 

20-37-1 

15 Apr 71 

Honor and Merit Awards — 

SP Careerists 


11-71 

20-26-3 

3 May 71 

Rights of Employees in 
Military Separation 

Status 


12-71 

20-26-4 

13 May 71 

Exit Processing for 
Separation or Ext. Leave 


13-71 

20-26-5 

14 June 71 

Exit Processing of Contract 
Employees, Type A 


i 14-71 

1-14-19 

16 July 71 

Key Personnel - Off of Pers 


15-71 

20-1-7 

12 July 71 

Delegation of Authority 


16-71 

70-1-5 

20 July 71 

Recall of Material Stored a; 
Agency Records Center 


17-71 

20-3-19 

Approved For R 

2 Aug 71 

clcaoc 2003/05/2 

Personnel Career Service Bd 
and Panel Structure 

1 : CIA RDP80-00679A000300050 

001-9 


SECRET 


I Lb! 
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(When filled In/ 


SERIAL NUMBER LIST 


SERIAL NUMBER 


18-71 


CLASS I FI CATI ON 
NUMBER 


20-29-12 


DATE OF ISSUANCE 


15 Sept 71 


SUBJECT 


Staffing During Weather 
Emergencies - OP 


Resc 1 NDED 

by: 


SECRET 
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